Over 5000 various plants were used in 
creating this rare and unique floral display. 
Designed and built by Christ Brandstrup, Supt. 
of Parks, Sandusky, Ohio. 
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9 Lighthouse Floral Emblem in Washington Park, Sandusky, Ohio 


In Ohio's Lake Erie Vacationland 
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